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PART III — SECTION 3 
Notifications relating to Minor Administrations 


GOVERNMENT OF PONDICHERRY 

Development Department 


NOTIFICATION 

Pondicherry, the 18th March 1958 
No. 4883 / Dev / EL / 58 - Sri D . Ambrose , Deputy Director , 
Electricity Department , Pondicherry , is granted earned 
leave for forty two days with effect from the forenoon 
of 11th March 1968 . 


Sri D . Ambrose will rejoin the same post on expiry of 
his leave . 

Sri P . R . Sivanathan , Supervisor, Grade I, on deputa 
tion from the Madras State Electricity Board to the 
Electricity Department, Pondicherry , is temporarily pro 
moted as Assistant Engineer , and posted as Deputy 
Director , Electricity Department, Pondicherry , yice Sri 
D . Ambrose granted leave . 

P . K . MAHADEVAN 
Under Secretary to Government 
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